IS .. 
. 


* 


Theatre. Royal, 


— " 


AE Priblick 3 is A reſpectfully informed, that ihe Accident | 7 / 


which happened laſt night in the PIT- PASSAGE of this 5 
THEATRE, aroſe entirely from the eagerneſs of the croud; and © 
ot from any defect in the cuſtomary mode of admiſſion. It has 


been erroneouſly. ſtated 1 in ſome of the Morning Prints that the 
gaircaſe gave way; it is evident that this ſtatement is ground eſs, 


from the circumſtance of opening the Theatre this Evening, 
which would have been impracticable : as there could not poſſibl 7 
be time to repair or build a ſtaircaſe. ; The Pheatre is in the 
noſt perfect ſtate of ſecurity; and however the accident of laſt 
8 night is to be deplored, it cannot, in the {lighteſt degree, be 
inputed to any cauſe, but the Jrogularity and ne - of the 
ſerſons aſſembled at the doors. . 5 


To prevent, however, all poſſibility of tacks an event occurring 
Jain; a Bar will be fixed at the head of the Stairs, and a 


kryant appointed to attend, that perſons may not \preſs n 
nem i in crouds, but be regularly and e admitted, wick 
kivty and « convenience. 0 : EL | | 
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